The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVALL. PATRICK 
GOVEftNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN 8IGBY, MD 
SECRETARY 

JOHN AUERBACH 

COMMISSIONER 



08/27/2010 


Matt Green 

Assistant District Attorney, Plymouth County 


Dear ADA Green, 

Enclosed is the information you requested in regards to Commonwealth hicluded are 

copies of the following; 


1. Drug Analysis Laboratory Receipt. 


2 . 


Control Cards with analytical results for samples # 



3. Analysis sheets with chemist’s hand notations and test results. 


4. 


GC/Mass Spectral analytical data for samples # 



Lisa Glazer was the custodial chemist and perfonned the preliminary testing and net weight for this 
sample, Annie Khan (Dookhan) was the confinnatory chemist and analyzed the GC/MS data for 
this sample. 


If you have any questions about these materials, please call me at the number below. 


Sincerely^ 

AmdeWian (Dookhan) 

Chemist II 

Drug Analysis Lab 

Jamaica Plain, MA. 02130 

(617)983-6631 

Amuc.l<.hanfr/;st;Uc.ma.iis 


Folk_OIG_PRR 036531 





PLEASE PRINT CLEARLY OR TYPE ALL INFORMATION 


Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


The Commonwealth of Massachusetts 

- Executive Office of Heatih and Httitlan S^ervices 
Department of Public Health 
State Laboratory Institute 



Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 


Boston Hours 

8 : 00 - 11:00 

2 : 00 - 4:00 


DRUG RECEIPT 


Amherst Hours 

9 : 00 - 12:00 

1 : 00 - 3:00 


Cit)' or Department: Middleboro 

Name and Rank of Submitting Officer: 


Police Reference No.: 


Det Tim Needham 



Defendant(s) Name (last, first, initial): 



To be completed by Submitter To be completed by Lab Personnel 

Description of Items Submitted Gross Weight Lab Number 


1 knotted corner bag containing 11+ blue round pills w/starrped rrkc 


2 blue round pills v//stanped trarkings j 

1 

C'70 

2 blue round pills w/stamped nnrkings | 

t 

u 


6 light blue round pills v/ith stairped nnrkings 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List- ■ 

Oxycodone Hydrochloride 

Regulatory-Status; Schedule II 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients; Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Avaiiabie-Contalner-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code; 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number; NDC 0406-8530-01 

Physical Description 

Imprints; M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color: Light Blue 
Shape; Circle 

©1974- 2010 Thomson Reuters. All rights reserved. 


^/lonnin 
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jT> _ 






Sequence Name: C:\mscichem\l\sequence\default.s 
Comment: 

Operator: 

^ Data Path: UTVCC DATAV” * 

Instrument Control Pre--Seq Cmd: 

Data Analysis Pre-Seq Cmd: 

Instrument Control Post-Seq Crnd: 

Data Analysis Post-Seq Cmd: 

Method Sections To Run On A Barcode Mismatch 

(X) Full Method (X) Inject Anyv^ay 

( ) Reprocessing Only ( ) Don't Inject 



Line 



Sample Name/Misc Info 

1) 

Sample 

1 

01 

DRUGS 

BLANK 

2) 

Sample 

2 

02 

DRUGS 

OXYCODONE STD 

3) 

Sample 

3 

03 

DRUGS 

BLANK 

4) 

Sample 

4 

04 

DRUGS 


5) 

Sample 

5 

05 

GENSCAN 

BLANK 

6) 

Sample 

6 

06 

GENSCAN 

COKE/COD STD 

7) 

Sample 

7 

07 

GENSCAN 

BLANK 

8) 

Sample 

8 

08 

GENSCAlxF 


91 

Sample 

9 

09 

GENSCAN 

BLANK 
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Area Percent Report 


Data Path : D:\GC DATA\04__19„10\ 

Data File :« Ol.D - ^ - . . < . 

Signal(s) : FIDIA.CH 

Acg On : 19 Apr 2010 9:54 

Sample : BLAi^K 

Mi sc 

ALS Vial : 1 Sample Multiplier: 1 

Integration File: autointl.e 

Method : C:\MSDCHEM\1\METHODS\DRUGS.M 
Title 

Signal : FIDIA.CH 

peak R.T. Start End PK peak peak peak % of 

# rain min min TY height area % max. total 

1 1.125 1.076 1.294 BB 433815599 4002807893 100,00%100.000% 

Sum of corrected areas: 4002807893 


DRUGS.M Mon Apr 19 10:07:20 2010 


Page: 1 
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Area Percent Report 


Data Path 
— Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\04„19_10\ 

G1 - D ^ . - 

FIDIA,CH 

19 Apr 2010 9:54 

BLANK 

1 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METHODS!DRUGS.M 

Title : 


Response. 


1J25 


Signal: 0tD\F!D1A.CH 


3800000| 

3600000 

3400000 

3200000 

3000000 

2800000 

2600000 

2400000 

2200000 

2000000 

1800000 

1600000 

1400000 

1200000 

1000000 

800000 

600000 

400000 

200000 


Time 


V 


■• r - TTiT T -n T 

0.50 1.00 


t-tt-tt 

1.50 


TrTj'TTi 1 I" < ^ j i n ' ^ L} 

2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 


DRUGS.M Mon Apr 19 10:07:20 2010 


rr | I » t i ' m t - r , rr -rT -r - f < j t < rr "'- T\ . 

6.00 6.50 7.00 7.50 8.00 8.50 9.00 8.50 

Page: 2 
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Area Percent Report 


Data Path 
Data-File 
Signal(s) 
Acq On 
Sample 
Mi sc 

AliS Vial 


D:\GC DATA\04__19_10\ 

02 ,D ^ - 

FIDIA.CH 

19 Apr 2010 10:08 

OXYCODONE STD 

2 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\l\METHODS\DRUGS.M 

Title : 


Signal : FIDIA.CH 


peak 

R.T. 

Start 

End 

PK 

peak 

peak 

peak 

% of 

# 

min 

min 

min 

TY 

height 

area 

% max. 

total 

1 

1.125 

1.095 

1.287 

BB 

407188176 

3487020647 100. 

00% 99.557% 

2 

5.294 

5.239 

5.382 

BB 

1253282 

15514156 

0.44% 

0.443% 


Sum of corrected areas: 3502534804 


DRUGS,M Mon Apr 19 10:21:43 2010 


Page: 1 
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Area Percent Report 


Data Path 
Data Fil^ 
Signal(s) 
Acq On 
Sample 
Mi sc 
ALS Vial 


D:\GC DATA\04_19_10\ 

02,D ' - 

FIDIA.CH 

19 Apr 2010 10:08 

OXYCODONE STD 

2 Sainpie Multiplier: 1 


Integration File: autointl.e 


Method : C: \MSDCHEM\l\METHODS\DRUGS.M 

Title : 




Response.,, 

3800000 

3600000 

3400000 

3200000 

3000000 

2800000' 

2600000 

2400000 

2200000 - 

2000000 

1800000 

1600000 

1400000' 

1200000 

1000000 

800000' 


li25 


Signal: 02.D\FiD1A.CH 


5.294 


600000 

400000 

200000 


Time 


- Oj H,-!-- T-tj'-J ( rT-pi TTi M i -r-T-y-r-r-r-, prr -rjn i . > ,'7— . j i 

0.00 0.50 1.00 1.50 2.00 2.50 3.00 3-50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 


DRUGS.M Mon Apr 19 10:21:43 2010 


: i r r - ' i I ^ r - r -T -j-r- 

9.00 9.50 
Page: 2 
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Area Percent Report 


Data Path : D:\GC DATA\04_19_10\ 

Data File' : 03.D" ’ ' 

Signal(s) ; PIDIA.CH 

Acq On : 19 Apr 2010 10:23 

Sample ; BLANK 

Mi sc . : . . . 

ALS Vial : 3 Sample Multiplier: 1 

Integration File: autointl^e 

Method : C:\MSDCHEM\l\METHODS\DRUGS.M 
Title : 

Signal : FIDlA.CH 

peak R.T. Start End PK peak peak peak % of 

# min min min TY height area % max. total 

1 1,125 1,091 1.306 BB 403600768 3546035925 100.00%100.000% 

Sum of corrected areas: 3546035925 


DRUGS.M Mon Apr 19 10:36:04 2010 


! 


Page: 1 
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Area Percent Report 


Data Path 
Data 'File 
Signal(s) 
Acq On 
Sample 
Mi sc 

ALS Vial 


D:\GC DATA\04„19 10\ 
FIDIA.CH 

19 Apr 2010 10:23 

BLANK 

3 Sample Multiplier: 




Integration File; autointl.e 

Method : C:\MSDCHEM\l\METHODS\DRUGS.M 

Title : 


Response_ 

3800000 

3600000 

3400000 

3200000 

3000000 

2800000 

2600000 

2400000 

2200000 

2000000 

1800000 

1600000 

1400000 

1200000 

1000000 

800000: 

600000 

400000 

200000 


1 J[25 


Signal: 03.D\nDlA.CH 




I I t j I 1T j T t 'I i [ "i~' i i -r T' I i t " i' | i i i"t [ m i i | i" ' rr 't i j i i i l i" l "T i i } > i 

0.60 1,00 1.60 2,00 2.50 3.00 3,50 4.00 4.50 5.00 5.50 6.00 6.50 


Time 


DRUGS.M Mon Apr 19 10:36:04 2010 


i-Yjfi+rri . . ',n I I'l . IJ I , , . , , I I M 

7,00 7.50 8.00 8.50 9.00 9.50 


Page; 2 
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Area Percent Report 


Data Path 
Data File 
Signal{s) 
Acq On 
Sample 
Mi sc 

ALS Vial 


D:\GC DATA\04_19_10\ 

04.D .■. 

FIDIA.CH 

19 Apr 2010 10:37 


4 Sample Multiplier: 1 


Integration File: autointl.e 

Method : C : \MSDCHEM\ 1 \14ETH0DS\DRUGS . M 
Title 

Signal : FIDlA.CH 


peak 

R.T. 

Start 

End 

PK 

peak peak peak 

% Of 

# 

min 

min 

min 

TY 

height area % max. 

total 

1 

1.125 

1.094 

1.302 

BB 

401421511 3203052502 100. 

00% 99.844% 

2 

5.292 

5.244 

5.357 

BB 

377705 5011260 0.16% 

0.156% 


Sum of corrected areas: 3208063762 


DRUGS.M Mon Apr 19 10:50:29 2010 


Page: 1 
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Ar ea Per c en t Repo r t: 


Data Path 
Da t a File 
Signal(s) 
Acq On 
Sample 
Mi sc 

ALS Vial 


D:\GC DATA\04_19_10\ 
04.D - " ■ 

FIDIA.CH 

19 Apr 2010 10:37 


4 Sample Multiplier: 1 
Integration File: autointl.e 

C:\MSDCHEM\1\METHODS\DRUGS.M 


Method 

Title 

Response„ 


3800000 

3600000 

34C0000 

3200000 

3000000 

2800000 

2600000 

2400000 

2200000 

2000000 

1800000 

1600000 

1400000 

I2OOOO0I 

1000000 

800000 

600000 

400000 

200000 

0 - 


25 


Signal: 04.D\FjD1A.CH 


5.292 


fVt-j j I i 


“TT-FT'tT^ 


nr 


Time 0.50 1.00 1.50 2.00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 6.50 9.00 9.50 

DRUGS.M Mon Apr 19 10:50:29 2010 " Page: 2 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of I 


Oxycodone Hydrochloride 
Also known as Oxycodone HCi 
Regulatory-Status; Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: FD&C Blue No. 2 Aluminum Lake 
Lactose (Monohydrale) 

Cellulose, Microcrystalline 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Acid 
Starch, Corn 

Availability & Manufacturing 

Availability; United States 

Available-Container-Sizes; Bottleof 100; 10X10 
Contact: Actavis Totowa 
Product ID: 6527175 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 52152-215-02 
NDC 52152-215-11 

Notes 

Notes: Actavis Totowa LLC acquired Amide Pharmaceuticals effective 05/15/2006. 
Physical Description 

Imprint; A; 215 
Form: Oral Tablet 
Color: Blue 
Shape; Circle 

© 1974-2010 Thomson Reuters. All rights reserved. 


'/ A*nur,,, Ar*.rTAnTrl/T>f PrintReflfiv 


4/1 9/7.01 n 
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ivflCROMEDEXCg) Healthcare Series : POISINDEX® Document Page 1 of 1 

~ . POISINDEX® Product List 

Oxycodone Hydrochforide 
Also known as Oxycodone HCI 
Regulatory-Status: Schedule II 
Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: FD&C Blue No. 1 Aluminum Lake 
Lactose (Monohydrate) 

Magnesium Stearate 
Cellulose, Microcrystalline 
Povidone 

Sodium Starch Giycoiate 
Stearic Acid 

Availability & Manufacturing 

Avaliabliity: United States 

Available-Container-Sizes: Bottle of 100; Bottle of 1000; Bottle of 10 
Contact: Quaiitest Pharmaceuticals 
Product ID: 6788173 

AAPCC Code: 037705 - Oxycodone Alone or In Combination (Excluding Combination Products with 
Acetaminophen or Acetylsallcyllc Acid) 

Registry Number: NDC 0603-4992^21 

Physical Description 

Imprint: V 4812 - The tablet Is debossed with 4812 above the scoremark and V below the 
scoremark. 

Form: Oral Tablet 

Color: Light Blue 

Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 



.. 1 - 
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Oxycodone - V 4812 | Plianner.org 


Page 1 of 1 



'Pharmer.org 

h*'/ Pi!i ? 


homa fonims pIH Imprinfs 


Images 



Ssartfi_i 


•AcJs by Google Oxycodone Pil! Oxyccdorie Info DioiPIfi 


Sponsored links 


Home >* Drug Images » Oomeslfc 


Active forom topics 


/W« by Coogle 
NEW> 

Withdrawal-Ease 
The Only 
Mordsble Home 
Treatment For 
Opiate 
Withdrawal 
RelieH $79 

vi'Aw V.Mtr*a.va3-€ss?.(e 


User login 


Us^emame; ■ 


Password ' 


P Lop in ~j 
Cfeaie riev/ flccouni 
Request n-e*- 
p5S5vn>n3 


Oxycodone - V 4812 

Febm^ry t3.200C &/ Lc^ccfAsm 

Posted In OoFTieslic Uue oArcotSc aiycodone Ou.tUes! - found RoHcodone RX 



^ Luffibwi’ Fpyural SiomW 
liijeclbf^ - really -A^nt bad 
fend iiwasn't the 3nJ one yel 
utie/e it Iasi s wii'ils end t 
tt*on't do it! 

** HC''p. pferise. 

Locking iof te-g-'tontiiie U.S. 

phsmicdes 

Are These Real Ve.ruoi 

Tablets? 

“ S pQakirfQ openly on tine 

® Fen tan) I not ibov.ing in 
unne sample 

^ Big differefice in pain meds 
irg's 

more 


Navigation 

•' Fomnis 

Common impnnt& 

^ Drug imaaeo 
"" Resources lor Pi]' 
Idsniificabo-n 
Health, Omg Topics and 
More 

Rocent posls 
^ Feed aggfcgator 


Generic Namo: Oxycodone Imntodiate Release 
Strength: 30 mg 

li^anufaclUfer: QuaMesl Pharmaceuticals 
Trade Name: hl/A 
Type: Analgesic 
Class: RX, Cil 

Comment: In^geccJoricsyofLocoMente. !mprimV48i2 


Original Thumbnail 


Who's online 

There am oirrenlly 4 dsofs 
and 3t guests online. 

Online users 
^ wtonnie 

" cWntsroVefi 
“ bfysft faliwter 
“ spdIOlb 



We comply with the HONcode 
standard for trustworthy health 
information: verily here 


Aboul CCfAact DCsCTaifriers FAQs PrKacy 

TM wnl«i^r <irthU <■*« is iritrdni SOlfty ftr ar^d int*rta!isrnifit Vi'KH* ihe S5 Phifrriir.frrtf try lo fc« sccufutt 

*ii tin f!? f i/»fintn.s Bboyt Ihf pf *r,y ttrt Uili sits. fleisi «cid eyr drsdii^nstfI, 


CopyfjjhlSOOS-MIO, Pnsrme-r.org 
Website updated 12-451^ 


-1-..- __ A Cl 1 


A n onrii n 
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PRELIMINARY TEST RESULTS 
COCAINE 

HEROIN - . 

tm 


NEC A TIV. 


OTHER 



[i 


I f) /kt: 




FINAL TEST RESULTS 
COCAINE 
- - HEROIN . 

NEC A T 
OTHER 
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MICROMBDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List - . . 

Oxycodone Hydrochloride 
Also known as Oxycodone HCI 
Regulatory-Status: Schedule li 
Ingredients 

Active-Ingredient; Oxycodone Hydrochloride - 30 MG 

Excipients: Starch, Corn 

lactose (Monohydrale) 

Cellulose, MicrocrystalNne 
Silicon Dioxide 
Sodium Starch Glycolate 
Stearic Acid 

FD^C Blue No. 2 Aluminum Lake 

Availability & Manufacturing 

Availability: United Slates 
Avaiiable-Contalner-SIze; Bottle of 100 
Contact: KVK-Tech 

Manufacturer Product 10702-00901 

Codes: 

Product ID: 6998053 

AAPCC Code: 037705 - Oxycodone Alone or m Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Numbers: NDC 10702-009-01 

Physical Description 

Imprint: K 9 - The tablet is debossed with K on left and 9 on right of the bisect on one side and 
plain on the other side. 

Alt Imprint: K9 - The tablet is debossed with K on left and 9 on right of the bisect on one side and 
plain on the other side. 

Form: Oral Tablet 

Color: Blue 

Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


—Aotinnlrl/nf PrinfReadv 4/19/2010 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of I 


POI3INDEX® ProductList 
Oxycodone Hydrochloride 

Regulatory-Sfalus: Schedule (I 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcryslalline 
Sodium Starch Glycolate 
Starch, Com 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Avaflabllityi United Stales 
Available-Container-Size: Bottle of 100 

Contact: Covidten Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037706 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsallcylic Acid) 

Registry Number: HOC 0406-8530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side, 

30 

Ait Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q2-2010\SYSTEM6\04_20_10\711705.D 

ASD 

20 Apr 2010 15:00 

BLANK 

1 

DRUGS 

RTE 


Abundance. ~ TIC: 711705.0 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 



711705.D 


Mon Aug 30 10:42:44 2010 


Page 1 









Area Percent / Library Search Report 


Information from Data File: 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711706.D 

ASD 

20 Apr 2010 15:13 

OXYCODONE STD 

6 

DRUGS 

RTE 


Abundance. ... ' ' TIC; /1l706.Cr 

' 5171 

eoooooj 

500000I 

i 

400000! } 

i 

300000l ! 

i i 

I 200000j 

loooooj ! 

I I '' 

T!nie--> 2^0 "" 2 S 0 4,66^ ' 5,Oo" ' 5^0 


8.50 9.00 9.50 


Ret. Time 


Area % 

Ratio % 

5.706 

mmgm 

100.00 

100.00 


711706.D 


Mon Aug 30 10:42:49 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711706.D 
ASD 

20 Apr 2010 15:13 

OXYCODONE STD 

6 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 5.71 C:\DATABASE\PMW_TOX2.L 

Oxycodone 
MPCP 

Amitriptyline-M -H20 AC 


000076-42-6 93 

000000-00-0 7 

® 000000 - 00-0 6 


Abundance" 


80! 




315 


60 


40 


42 

i; 


70 


115 


201 


140 


55 i 




98 


128 


m/Z'-> 40 60 80 


230 


201 

■’88 ! j .. I 258 

175 pi I 214 i I 

i-'' 244 i; 272 287^^® ** 


429 


T66 126' 140 ■tw lao' '206 2io 24 o' 2M wo 166 3M' aJcTlSo 366 4lo""lii6 


Abundance 



yn^z--> 40 60 


" 166 Ijp 1 4 0 ^ 66" i6o loo 3466I66 I60" 


711706.D Mon Aug 30 10:42:50 2010 


Page 2 
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Area Percent / Library Search Report 


Information from Data Pile: 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711707.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 15:26 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 



Ret. Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


711707.D Mon Aug 30 10:42:54 2010 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711708.D 

ASD 

20 Apr 2010 15:38 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance T(C: 711708.0' 



Ret, Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


711708.D 


Mon Aug 30 10:42:58 2010 


Page 1 











Area Percent / Library Search Report 


Information from Data File: 

Pile Name : F:\Q2-2010\SYSTEM6\04_20_10\711709.D 

Operator : ASD 

Date Acquired : 2^Ap^2^^0 15:51 

Submitted by : LAG 
Vial Number : 9 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance. ...... .TFC: 71 

5170 


1500001 


lOOOOOj 




711709.D Mon Aug 30 10:43:02 2010 Page 1 


Folk OIG PRR 036559 














Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711709.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 15:51 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


LAG 

9 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


5.70 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Amitriptyline-M -H20 AC 
MPCP 


000076-42-6 90 

@ 000000-00-0 9 

000000-00-0 7 


Abundance 



401 44 

20j I 


; iijTOli|l i v.4iil[ll||.i^^^ i,4f'r - r»A 

'm/2-> 40 60 80 100 120 MO 160 l60 200 220 240 260 280 300 320 


Abundance 


#503; Oxycodone 


m/z-> 40 


140 201 I 

258 


185 

217 

244 281 

eb’' ’ ido '' 1^0 ’ ' 140 ' ido ' ido ' ^ 3 

id ‘' kd ' 

"a^d ' 2do ' 280 


711709.D 


Mon Aug 30 10:43:03 2010 


Page 2 


Folk OIG PRR 036560 




















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMe th: 
Integrator : 


Data Pile: 

F:\Q2-2010\SYSTEM6\04_20_10\711710.D 

ASD 

20 Apr 2010 16:04 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance .. .TICTTTTTTOTCT 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


711710.D 


Mon Aug 30 10:43:06 2010 


Page 1 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711711.D 
ASD 

20 Apr 2010 16:17 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance .. .... TTCTTTTTTO) 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


711711.D 


Mon Aug 30 10:43:21 2010 


Page 


1 




















Area Percent / Library Search Report 


Information from Data File; 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711712.D 

Operator : ASD 

Date Acquired : 2^Ap^20^ 16:29 

Sample Name : 

Submitted by : LAG 
Vial Number : 12 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance '. .. TIG: /U 712,0 

800000^ 

I 

600000| 

■ 400000 

200000 ] 


Time--> ' ioo "TSo '' 4.66 ‘ ‘ 4.5^ ' 5.1)6 ~ ' ifeo ^ '' o.feo ' T .bo ' ' ffeo ' ' 8 .bo ‘' s.feo ‘ ‘ abo ' ’ o io 



711712.D Mon Aug 30 10:43:25 2010 Page 1 


Folk OIG PRR 036563 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711712.D 

ASD 

20 Apr 2010 16:29 


LAG 

12 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 5.71 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 
MPCP 


000076-42-6 91 
000000-00-0 9 
000000-00-0 9 


Sbuncfairo 


Vweras^re:B6?Tor5:8441^ 




80] 


42 


60^ 

40 

20 | ^ 

i j- 

ni/z-> 40 


230 


70 


115 


55 


60 80 


84 


140 


201 


128 


So" So 


188 

161 "Ml , 

ill. ,.'>5,1,'/I 


215 




258 

244 !j 272 286 ^°® 


tli 327 355 


405 



Folk_OIG_PRR_036564 















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711713.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 16:42 

Sample Name : BLANK 

Submitted by : LAG 

Vial Number : 1 

AcquisitionMeth; DRUGS 

Integrator : RTE 


Abundance . TfClTTTmb 




711713.D Mon Aug 30 10:43:28 2010 


Page 1 


Folk_OIG_PRR_036565 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711714.D 

ASD 

20 Apr 2010 16:55 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance ' TIC: 7ll7l4.u 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


711714.D 


Mon Aug 30 10:43:31 2010 


Page 1 








Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\SYSTEM6\04_20_10\711715.D 
ASD 

20 Apr 2010 17:08 


LAG 

IS 

DRUGS 

RTE 




jicrrmmj 

5170 


120000 ^ 

i 

100000 ] 
80000I 
60000; 

40000| 

I 

20000 ] 


On- ( I r : I [■ I I' 't J I ) ^ 

2.00 2.50 3.00 

3.60 4.00 4.50 5,00 

--..-LJ 

’ 5.^6 ' 

' 6.i)6 ’ 

"e.feo” ' 7.00'' 7.ho ’ ' 8^6 '' aSo ’' abo ' abb' 


Ret. Time 

Area 

Area 

% 

Ratio % 

5.701 

248583 

100. 

00 

100.00 


711715.D Mon Aug 30 10:43:34 2010 


Page 1 


Folk_OIG_PRR_036567 











Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\Q2-2010\SYSTEM6\04 20 

10\711715.D 


Operator 

ASD 



Date Acquired 

20 Apr 2010 17:08 



Sample Name 




Submitted by 

LAG 



Vial Number 

15 



AcquisitionMeth 

DRUGS 



Integrator 

RTE 



Search Libraries: C:\DATABASE\SLI,L 

Minimum 

Quality: 90 


C:\DATABASE\PMW TOX2.L 
C;\DATABASE\NIST98.L 

Minimum 

Quality: 90 

PK# RT 

Library/ID 

CAS# 

Qual 


1 5.70 C;\DATABASE\PMW_T0X2.L 

Oxycodone 000076-42-6 90 
Amitriptyline-M -H20 AC @ 000000-00-0 9 
MPCP 000000-00-0 9 


Abundance 


80 


60 


1 40 


i4 

20 


55 

1 

0 



m/ 2 -> 

40 

'so loO 


5:dir- 


315 


230 


70 


116 


140 


201 




84 


128 


188 


159 i 

Ml 1 ii'l 

?01701 




A 




214 


i|i# 


258 


.4. 


244 

I'i'i'i 'T 


272282 300 

2?025^2iio3^; 


341 


Abun^ance^ 

; 80 

60 

40^ 

2 o| 


^8'5rDxy^one 


■PW3“ 


315 


70 


230 


140 


201 


258 


185 


^ < t n-r-r-rrt i i i i n I i i rr 1 "pmrir 


217 


244 


281 


300 


Stn/z-> ° 4F"58 ^oMo eo'WSoTIoiIo1^0i6Fi';^bi'^oi§o^o?Jo2S^o2roSo^35o34o 


711715.D 


Mon Aug 30 10:43:34 2010 


Page 2 


Folk_OIG_PRR_036568 






















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711716.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 17:20 

Sample Name : BLANK 

Submitted by : LAG 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 



***N0 INTEGRATED PEAKS*** 


711716.D 


Mon Aug 30 10:43:37 2010 


Page 














Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711717,D 
ASD 

20 Apr 2010 17:33 

BLANK 
LAG 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


711717.D 


Mon Aug 30 10:43:40 2010 


Page 1 


Folk_OIG_PRR_036570 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2--2010\SYSTEM6\04__20_10\711718.D 

Operator : ASD 

Date Acquired : 2^Ap^^^^ 17:46 

Sample Name ; 

Submitted by : LAG 
Vial Number : 18 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance 

350000! 


300000! 


250000 

200000 


150000! 


100000 



Tinie-> 2.00 2.50 3.00 3.50 4.0O 4.50 5.0O 5.60 6.i 


TE6’ ’^So’^aio 



711718.D Mon Aug 30 10:43:43 2010 Page 1 


Folk OIG PRR 036571 














Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711718.D 

ASD 

20 Apr 2010 17:46 


LAG 

18 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_T0X2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 


Library/ID 


CAS# 


Qual 


5.70 C:\DATABASE\PMW_T0X2.L 

Oxycodone 
MPCP 

Amitriptyline-M -H20 AC 


000076-42-6 93 

000000-00-0 7 

@ 000000 - 00-0 6 


Abundance 


■ Averageol5.669 to5.817 min::7117T8.DT-) ~ 


n irT Tl. 300 ! 

0j LJL 44 - 0 - .-Ji . 355 

m/z-> 40 60 80 1(io 120 140 160 180 200 220 240 2^0 280 300 3^ 0 340_ 


Abundance 


^583: Oxycodone 


; 

40 


JLj. 

60 80 100 120 140 160 180 2 



1 268 



217 

244 

281 

j 

li 

300 I'l 

2^0 

24d ' 2do ’ 


300 320 340 


711718 .D 


Mon Aug 30 10:43:44 2010 


Page 2 


Folk_OIG_PRR_036572 








Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711719.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 17:59 

Sample Name : BLANK 

Submitted by : LAG 

Vial Number : 1 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abuhcfance. . n'lCtTUTWU" 



***NO INTEGRATED PEAKS*** 


711719.D Mon Aug 30 10:43:47 2010 Page 1 


Folk_OIG_PRR_036573 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20_10\711720.D 

ASD 

20 Apr 2010 18:11 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance ' TIC: 71172017 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


711720.D 


Mon Aug 30 10:43:51 2010 


Page 1 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q2-2010\SYSTEM6\04_20_10\711721.D 

ASD 

20 Apr 2010 18:24 


LAG 
21 

DRUGS 

RTE 


Abundance 

I 

; eoooooj 

i 500000i 

400000| 
300000] 

20000oj 
^ 100000 ] 


5(70 


Ti! 


-I-: 


me--> 


ZOO' ’ ifeo ’' s.btT"' 3 .fe 6 '' 4.06 ‘' ifeo'' s.bo ’' ifeo ' e'bo'' 6.^6 ‘ r.bo”’ ’ r.feo' abo 


Ret. Time 

Area 

Area % 

Ratio % 

5.701 

1076834 

100.00 

100.00 


711721.D 


Mon Aug 30 10:43:54 2010 


Page 1 


Folk OIG PRR 036575 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q2-2010\SYSTEM6\04_20_10\711721.D 

ASD 

20 Apr 2010 18:24 


LAG 
21 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_TOX2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 


PK# RT Library/ID 


CAS# Qual 


1 5.70 C:\DATABASE\PMW_TOX2.L 

Oxycodone 

Endogenous biomolecule AC 
MPCP 


000076-42-6 91 
000000-00-0 9 
000000-00-0 9 


Abundance 


AWrapof15:B691o^39lT^ 


316 



ni/ 2 -> 40 50 60 70 80 90 l60li0 1201301401501601701601902002102202^0240 250260 270280 2 O 0360 310350 330340 


Abundance 


#583: Oxycodone 




316 


801 


60 


40j 


20 ' 


Q [ _ 

rn/ 2 --> 4'o' Web WIS' iSoTIo l5o lid 140 i 


70 


140 


230 


201 


185 


217 


258 


244 


281 


300 


711721.D 


Mon Aug 30 10:43:55 2010 


Page 2 


Folk_OIG_PRR_036576 









Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\04_20__10\711722 .D 
ASD 

20 Apr 2010 18:37 

BLANK 
LAG 
1 

DRUGS 

RTE 


Abundance 




Ret. Time 

Area 

Area % 

Ratio % 

***NO INTEGRATED 

PEAKS*** 




711722.D Mon Aug 30 10:43:58 2010 Page 1 


Folk OIG PRR 036577 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\04_20_10\711738.D 

Operator : ASD 

Date Acquired : 20 Apr 2010 22:01 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance' " ” TrCTTTTTSBD" 




711738.D Mon Aug 30 10:44:08 2010 Page 1 


Folk OIG PRR 036578 










Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F;\Q2-2010\SYSTEM6\04_20_10\711740.D 
ASD 

20 Apr 2010 22:26 

BLANK 

1 

DRUGS 

RTE 


Abundance . TlC:Tn740.Cr~ 



Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


711740.D 


Mon Aug 30 10:45:15 2010 


Page 


1 








